HOTEL GREYSTONE 

ROME, GEORGIA 


Air-Conditioned Guest Rooms, Meeting Room, 
and Banquet Rooms. 

Member of A. H. A. 


PLACE 

STAMP 

HERE 





THE NEWEST AND 
MOST MODERNLY EQUIPPED 
HOTEL IN ROME 

COURTESY AT ALL TIMES 



CENTRALLY LOCATED 
AMPLE LEVEL PARKING FACILITIES 
ALWAYS AVAILABLE 
FRONT* SIDE AND REAR 

MODERN AND MODERATELY 
PRICED COFFEE SHOP 





















